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UNCLASSIFIED 

PAGE 01 HONG K 06314 190632Z 
ACTION EB-08 


Message Text 


INFO OCT-OI EA-12 ISO-00 FAA-00 DOTE-00 MED-03 /024W 

032067 I92229Z/6I 

R 180924Z MAY 78 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC 445 


UNCLAS HONG KONG 6314 


E.O. 11652: N/A 
TAGS: EAIR, AMED, HK 

SUBJECT: FAA AVIATION MEDICAL EXAMINERS 


REE: STATE A-1642 


1 . THE HONG KONG PHYSICIAN NAMED IN REFAIR AS A CANDIDATE EOR 
FAA MEDICAL EXAMINER, DR CAMERON ROSS GRIBBEN, HAS BEEN LISTED 
BY CONGEN'S HEALTH UNIT AS AN ACCEPTABLE GENERAL PRACTITIONER 
FOR CONGEN PERSONNEL TO CONSULT. THIS JUDGMENT OF ACCEPTABILITY 
WAS MADE BY THE STATE DEPARTMENT REGIONAL MEDICAL EXAMINER IN 
MAY 1976 AFTER EVALUATING DR GRIBBEN'S CREDENTIALS AND 
INTERVIEWING HIM. DR GRIBBEN PRACTICES WITH DRS ANDERSON 
AND PARTNERS, A LARGE AND REPUTABLE MEDICAL PARTNERSHIP 
LOCATED AT 233 PRINCE'S BLDG., HONG KONG; HE IS A NATIVE OF 
NEW ZEALAND. 
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